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ARTICLE 

A/C HRS INSTALLED 

INSTAL DATE 

HOURS FLOWN 

342 

1077 PLUS 40 

9 SEP 60 

33 PLUS 50 PLUS STAGING 

343 

1480 PLUS 15 

l 8 OCT 60 

105 PLUS 20 

344 

1268 PLUS 40 

26 OCT 60 

1 i4 plus 55 

353 

970 plus 55 

► 

28 JUL 60 

118 PLUS 35 PLUS ST AG 1 NG 

378 

409 plus 55 

JUN 60 

149 PLUS 10 
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